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GROUND ZERO 



LOADING THE PROGRAM 
You will Rod ihe procedure lor loading a program m 
dw Speorwn bas>: marxraL diapar 20. The procedure 
lor loading GROUND ZERO a given below. 

I Connea che ear tocket of che Spectrum to the 

X Make sure the Uf/t is wound to the begening. 
3. Set die volume control to a suitable level 
A Set maximum treble. mmtrrKtfn bass on the tone 
controfs. 

S. Type LOAD"", 

e. Press ENTER. 

7 Start the cassette recorder 
8. Theprogramwill RUNitseKoncelcadedandwdI 
provide instructions. 

If the program does not load eorreeily try a different 
volume level 

Copyrigl g 1984 Artie Compudng Ltd. 

AJ nghts of the producer, and of the owner, of the 
vmvit bemg produced, are reserved 
Unauihonsed copying, hirvig lending public 
peHormance and br oa dca st ing of tho cassette is 
prohibited The pubbsher assumes no responsbility 
lor errors, nor kebility for damage arising from ICS use. 
WARNING: These p rograms are Sold accordng to 
Arte Computing Lids terms of trade and conditions 
of sale. Copies of wNdi are available on request. 


I # GROUND ZERO | 


GROUND ZERO by C SMITH 

Can you surnve a nuclearatBck? If you think you can, then play this fabulous 
new adventure , and find out! 

Unauthorised copying, lending, hiring is prohibited. 


